RFP 65-22 Storage Tank Environmental Compliance Services 
FORM C -- Pricing Response 


Instructions: Fill out all YELLOW cells. Totals will calculate automatically. 


Item Description of Service Item Unit 

A Storage Tank Environmental Compliance Program Implementation and Startup once 

B Consulting Services 
B1 UST/AST General Consulting Services per hour 
B2 UST/AST Permitting and Admin Services per hour 
B3 LSP/PE Consulting Services per year 

C On Call Technical Services 
C1 Non-Emergency On Call Service per hour 
C2 Emergency On Call Service per hour 

D Monitoring, Reconsiliation, and Analysis Services 
D1 ATG System Remote Monitoring Services (x19 ATGs) per ATG month 
D2 Web Based Inventory Reconciliation (x9 Facilities) per facility monthly 
E Sump and Containment Pump Out Services per facility 

F Tank System Compliance Testing Services 
F1 ATG System Testing and Certification per system annually 
F2 Cathodic Protection System Testing per system tri- annually 
F3 Dispenser Calibration per dispenser 
F4 Emergency Stop Button Testing per facility annually 
F5 Helium Pinpoint Testing per test as needed 
F6 Line Interstitial Testing per test as needed 
F7 Impact Valve Testing per test annually 
F8 Spill Bucket Testing per test triannually 
F9 Stage 1 Vapor Recovery Testing per system annaully 
F10 Sump Containment Testing per test tri-annually 
F141 Dispenser Pan Containment Testing per test tri-annually 
F12 Tank Tightness Testing per test as needed 
F13 Line Tightness Testing per test as needed 
F14 Automatic Line Leak Detector Testing per test annually 
F15 Tank interstitial Testing per test as needed 

G Inspection Services 
G1 Third Party UST Inspections per facility tri-annually 
G2 Monthly UST Inspections (15 Facilities x 36 Months = 540 Inspections) per facilty monthly 
G3 Monthly SPCC AST Inspections (52 Tanks x 36 Months = 1,872 Inspections) per tank monthly 
G4 Semi-Annual AST Inspections (15 Facilities) | per tank semi- annually 
G6 Periodic In Service AST Tightness Tests per tank as needed 
G7A API 653 In Service AST Inspection and Prep per tank every 5 years 
G7B API 653 Out of Service AST Inspection and Prep _— per tank every 10 years 


ENTER VENDORNAME:| 


3 YEAR CONTRACT Option Year 1 


Option Year 2 


ESTIMATED Quantity PER YEAR_ | Total Price per 3 Year Contract Estimated Quantity Total Price for Option Year 1 Estimated Quantity Total Price for Option Year 2 
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$0.00 
Basis of Award - Grand Total (sum of column F): $0.00 Option Year 1 Total: $0.00 Option Year 2 Total: 


H Replacement Parts, Materials, Rental Equipment, and Supplies Associated with All Work: 


| Minimum Site Fee per site (max 2 per day) 


ESTIMATED. Not to exceed: $225,000 ESTIMATED. Not to exceed: $75,000 | ESTIMATED. Not to exceed: 
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